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LIMITED OFFICIAL USE STATE 126516 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: TG GUARD SYSTEM INSTALLATION 

FOR RSO FROM A/SY/FO 

1. SEABEES EYMAN AND GAGNON DEPARTING WASHINGTON 4 JUNE 
1975 ABOARD PAN AM 106. DEPART LONDON ABOARD PAN AM 002 
ON 5 JUNE 1975. ETA ISTANBUL IS 1555 HRS LOCAL 5 JUNE. 

2. SYSTEM IS ACCOMPANYING SEABEES AS EXCESS BAGGAGE. 
WEIGHT IS APPROXIMATELY 160 LBS. REQUEST RSO MEET AND 
ASSIST THROUGH CUSTOMS. CS GAS GRENADES BEING SHIPPED 
SEPARATELY VIA USAF MAC CHANNEL. INGERSOLL 
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